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Message Text 

UNCLASSIFIED 

PAGE 01 OTTAWA 01200 021859Z 
ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO ITC-01 TRSE-00 COME-OO L-03 H-02 
CIAE-00 INR-07 NSAE-00 STR-04 /038 W 

030246 117034/72-61 

R 021852Z MAR 77 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 2631 
INFO AMEMBASSY LONDON 
AMCONSUL TORONTO 

UNCLAS OTTAWA 01200 

E.O. 11652:N/A 
TAGS:ETRD, CA, UK, US 

SUBJECT: ANTI-DUMPING: SURGICAL GLOVES 

REF: OTTAWA A-78, FEBRUARY 25 

1 . ANTI-DUMPING TRIBUNAL HAS INITIATED INQUIRY UNDER 
SECTION 16 OF ANTI-DUMPING ACT ON BASIS OF NATIONAL 
REVENUE'S FEBRUARY 23 PRELIMINARY DETERMINATION OF 
DUMPING INTO CANADA OF SURGICAL GLOVES ORIGINATING IN 
THE UNITED STATES AND THE UNITED KINGDOM. 

2. BRIEFS OR WRITTEN SUBMISSIONS RELATIVE TO THIS 
INQUIRY MUST BE FILED WITH SECRETARY OF TRIBUNAL 
NOT LATER THAN MARCH 18. PRELIMINARY SITTING 
SCHEDULED FOR MARCH 30 AND PUBLIC HEARING WILL 
COMMENCE APRIL 4. 

3. COPIES OF NOTICE BEING POUCHED TO EB/OT/STA. 
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